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^General Correspondence No. 


asaint John Hospital 

22101 MCRCSS "Cao . Detroit, Michigan ai 


February 10, 1970 


Mr. Emory L. Brown, Jr 
Route 4, Box 82 - 

Squankum Road 

Famingdale , New Jersey 07727 
Dear Mr. Brown: 

Navy bu t ^s hould S y ou^wi s h ? t o ^"con t a c ? C 1 ty " in the O.S.- 
may do SO at this address!" 0 COntact me y° u certainly 


Sincerely, 


\ \Y 


James J, Humes, M.D. 
^ice President for 
Medical Affairs 


JJH.-Dd 




